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EINOTILE 
FLOORS 


For Offices, Churches, Banks 
Theatres, Stores, Museums 
Libraries, Kitchens, Pantries 
Elevators, Sun Rooms, Etc. 


EIN OFTLE 


Reg. U. S. Pat. Off. 


The Floor That’s Built to Fit the Room 


Armstrong Cork & Insulation Co. 
Prttsburohy, Pas Uroe A 


Branches in the Principal Cities of the United States 
and Canada 


Sun room in the residence of Mr. W. P. Story, Los Angeles, Cal. This striking floor is made up of alternate eight- 
inch squares of black and white Linotile laid diagonally 
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The Floor Problem 


HE floor problem is always a vexing one. No- 

where is it more troublesome than in offices, banks, 
stores, churches, lobbies, and other places of public or 
semi-public character, although the flooring of certain 
rooms in private residences—such as kitchens, pantries, 
sun rooms, bathrooms, and laundries—presents a prob- 
lem that is equally difficult of solution. 


The Essential Points 


Experience shows that the floors, or floor coverings, in general 
use at the present time fail either in one or more respects to meet 
all the requirements of an ideal floor for such purposes. Certainly, 
to lay claim to such distinction, the material should possess at 
least the following characteristics. It should be: 


le Resilient 6. Easy to Keep Clean 
2. Non-slippery 7. Odorless 
3. Silent Underfoot 8. Artistic 
4. Warm 9. Durable 
5. Sanitary 10. Reasonable in Cost 


Linotile more nearly approximates these requirements than 
any floor that has yet been devised. 


What Linotile Is 


Linotile is composed of clean, powdered cork (the outer bark 
of the cork oak tree), wood flour, pure linseed oil, various gums 
and suitable pigments. The several ingredients are thoroughly 
mixed, then compressed into sheets 14 inch thick. These sheets 
are next subjected to a seasoning process until they are thor- 
oughly cured, and the material is then cut into tiles of the desired 
shape and size. 


The floor and stair treads of Linotile in the store of Saks & Company, New York City, cover an area of 
11,800 square feet. The use of the black spot tile to relieve the plain white field 
produces quite an effective design. Both the black and 
white tile are eight inches square 


The Merits of Linotile 


The substances of which Linotile 1s composed 
are naturally elastic. Examination of a small 
sample of the material or, better still, to walk 
upon a Linotile floor is ample to demonstrate its elasticity and 
resilience. Linotile is remarkably easy underfoot, even when in- 
stalled on a concrete base. It is especially well suited, therefore, 
for flooring banks, theatres, ticket offices, lobbies, kitchens, etc., 
where people constantly have to stand. 


1. Linotile Is 
Resilient 


Nothing is more objectionable in a floor than 
slipperiness. The powdered cork and other 
ingredients in Linotile provide a surface that 
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2. Linotile Is 
Non-slippery 
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overcomes this undesirable feature, which is characteristic of so 
many floors heretofore in general use. Falls on hardwood, marble, 
and other highly polished floors are almost daily occurrences. 
The installation of Linotile will, in large measure, eliminate such 
accidents, since it affords a firm, secure foothold. It is especially 
adapted on this account for flooring kitchens, serving pantries, 
restaurants, elevators, ramps, stair treads, elevator landings, 
steamer decks, etc. 


a. Owing to the natural elasticity of the materials 

5. ae of which it 1s composed, Linotile is practically 
ene noiseless iO: the tread. And nothing is more 
essential in libraries, churches and art galleries, 

or more desirable in offices, banks, residences and stores, than 


In the general office of The Douglas Company, Cedar Rapids, Iowa, the Linotile floor is composed of twelve-inch 
light brown squares, two by twelve-inch white oblongs and two-inch dark green 
squares. The border is light brown Linotile. Architect: 
Mr. Harry Edgar Hunter, Cedar Rapids, Iowa 
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the elimination of noise. Linotile does much to accomplish this 
end—not only by diminishing the noise of foot traffic, but also 
by absorbing and deadening sounds arising from other sources. 


One of the chief objections to terrazzo, marble, 
and glazed tile floors is their coldness. These 
Always Warm 
ee materials are all heavy and dense, and there- 
Vepiahhe fore are good conductors of heat. Linotile, on 
the other hand, is a onconductor of heat, and 
hence is a warm, comfortable floor to stand or work on. Unlike 
rubber tile, however, Linotile does not “draw” the soles of the 
feet, or make them hot and feverish. For offices, barber shops, 
ticket offices, restaurants and kitchens, no floor is more condu- 
cive to health and comfort. 


4. Linotile Is 


The fresh, clean appearance of this kitchen in the residence of Mr. L. Stockstrom, St. Louis, Mo., is due in no 
small measure to the Linotile floor. Six-inch squares of white and light blue Linotile 
are separated by three-eighths-inch dark green interlining strips, and 
the whole is surrounded by a border of dark green 
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The silence of Linotile makes it especially suitable for churches and auditoriums. The floor in St. Paul’s 
Evangelical Lutheran Church, York, Pa., is of six-inch squares of light brown Linotile 
with one-quarter-inch dark brown interlining strips between 


To be sanitary, any floor must be nonabsorbent 
and free from cracks and crevices for dust and 
germs to collect in. It is here that most of the 
floors or floor coverings, in general use, are found 
wanting. Linotile, on the other hand, meets both of these require- 
ments. The character of the materials of which Linotile 1s com- 
posed and the great pressure to which it is subjected during the 
process of manufacture, combine to render it practically non- 
absorbent. Proof of the nonabsorptive quality of Linotile is 
found in the fact that grease or oil spilled on the surface may 
be readily washed off, no stain whatever remaining. Even ink 
leaves no trace, provided it is not allowed to dry, but is wiped up 
immediately. 


Se Lanortie Is 
Thoroughly 
Sanitary 


Because of its durability and the ease with which it can be cleaned, Linotile gives excellent satisfaction where 
people are constantly passing to and fro. The safe deposit vault of the First National - 
Bank, Portland, Oregon, is floored with four-inch white tile with 
light gray interlining strips and a light gray border 


In laying Linotile, the joints are sealed effectually with Non- 
pareil Waterproof Cement—a permanent, durable compound— 
which is unaffected by moisture or by ordinary heat and cold, 
after it has set. Rounded sanitary cove and base are also fur- 
nished, if desired, thus eliminating corners, which serve as gather- 
ing places for dust and germs. 

An additional feature which adds to the sanitary qualities of 
Linotile is the germicidal action of the linseed o1l—one of its chief 
ingredients. This property of linseed oil has long been known, 
but within the last few years investigations conducted by a 
European scientist* have apparently demonstrated that the oil, 
even in the altered form in which it appears in Linotile, retains 


* Dr. Ludwig Bitter, in “Zeitschrift fiir Hygiene” 
10 


ee Nee Op cl ein Le B Re a tOs ee Oot eRe aS 


its bactericidal properties for years. On this account, Linotile 
makes a particularly desirable floor for hospitals, dispensaries, 
kitchens, laundries, etc. 


The surface of a Linotile floor being smooth and 
even, with no open joints, the task of keeping it 
clean, and what is really more important, clean 
lookinesis.an casy matter: Ihe latter issparticularly true if the 
proper color combinations are specified for rooms where there is 
a great deal of passing to and fro. Frequent mopping, with an 
occasional scrubbing, is all that is necessary. (See page 32.) This 
fact alone makes Linotile a very satisfactory floor for hallways, 
kitchens, elevators, church aisles, lobbies, stair treads, etc. 


6. Linotile Is 
Easy to Clean 


Linotile, being clean, sanitary and practically silent underfoot, makes a floor for hospital corridors that is nearly 
ideal. In this floor six-inch light gray squares are combined with three-inch by six-inch dark gray 
oblongs, three-inch light gray squares and three-eighths-inch white interlining strips. 

A border of light gray is used on each side. Sacred Heart Sanitarium, Mil- 
waukee,Wis. Messrs. Brust & Phillips, architects, Milwaukee, Wis. 
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Linotile makes a different kind of bathroom floor. Not only is it easy to clean and keep clean, but it is warm 
underfoot as well, The floor shown here, in the residence of Dr. E. K. Conrad, Hack- 
ensack, N. J., consists of four-inch squares of light green Linotile with one- 
quarter-inch white interlining strips, and a light green border 


see It is not claimed that Linotile is entirely free 
7. ae Ls from odor when first installed. Within a few 
ek days, however, all traces of odor disappear. In 
this respect, Linotile stands in marked contrast to rubber tile, 
whose peculiar odor frequently persists for long periods. On ac- 
count of its freedom from this objectionable characteristic, Lino- 
tile is very desirable for museums, art galleries, steamer saloons, 
and cabins, which are often difficult to ventilate thoroughly. 


Any floor to be genuinely artistic in appearance 
must possess individuality and lend itself readi- 
ly to harmonious treatment, both in design and 
color. How thoroughly Linotile meets these re- 
quirements is apparent from an examination of the attractive 
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8. Linotile Is 
Artistic in 
Appearance 
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and unusual illustrations and designs shown in this book. The 
number of combinations possible from the eleven colors and vari- 
ous sizes in which the material is manufactured is almost endless. 
Those submitted here are merely suggestive. Linotile affords the 
architect and owner unlimited opportunity to provide floors that 
are distinctive in character and in thorough consonance with the 
furniture and interior decorative scheme. Every Linotile floor is 
built to fit the room. 


The inherent wearing quality of Linotile is be- 
9. Linotile Is yond question. The material has no grain like 

Ohare wood, and hence does not splinter. It is not brit- 
tle or rigid like cement and, therefore, does not 
crumble. It stays “put.”’ Even under the heavi- 
est sort of foot traffic, Linotile will wear for years if properly in- 
stalled and cared for. 

The illustration on this page gives some concrete evidence as 
to the durability of Linotile. The tile on the right is a 4-inch 
square of light gray Linotile, which was a part of the floor laid 
in elevator No. 4 in the Great Southern Life Building, Dallas, 
Texas, in the early part of December, 1914. Thirteen months 
later this tile was removed for examination and, as can be clear- 
ly seen, it had worn down 
scarcely 3's inch, or less than 
one-quarter of its original 
thickness. The management 
of the Great Southern Life 
Building estimate 850,000 
persons had passed over this 
particular piece of Linotile 
durine that times It is in- 
teresting to note that the 
floor of rubber tile, which 


Service 


The tile on the right in this photograph is a piece of Linotile 


1 j after thirteen months’ service in elevator No. 4, 
ae Li uO tile replaced, NS Cree Southern Life Building, Dallas, Texas. 
women 4 ompare it with the tile on the left, 

16 inch thick and wore out which shows the thickness of 


the Linotile when laid 


completely in eleven months. 


Few floors have to withstand harder usage than those in the moving picture theatres of today. But because 
of its exceptional durability, Linotile is peculiarly well-suited for this kind of service. In the 
Circle Theatre, Indianapolis, Ind., the floor is composed of ten-inch squares of light 
and dark gray Linotile laid diagonally, with a light gray border. Archi- 
tects: Messrs. Rubush and Hunter, Indianapolis, Ind. 


(OMI eae While not a cheap floor in any sense of the word, 
Reasonable sdnotile is not expensive when its long life in 
JOOS: service, its resilience and other merits are taken 

into Consider ia Its cost is considerably less 
than that of interlocking rubber tile, and is about the same as 
that of plain marble and quarry tile. It is somewhat more expen- 
sive than terrazzo or so-called composition floorings. 


Where Linotile Can Be Used 


While not intended to be by any means exhaustive, the follow- 
ing list will indicate some of the many places where Linotile can 
be used to special advantage: 


Art Galleries Barber Shops Billiard Rooms 
Banks Bathrooms Chapels 
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Churches Hospitals Scale Platforms 
Conservatories Kitchens Schools 
Corridors Landings Serving Pantries 
Council Chambers Lavatories Show Windows 
Court Rooms Libraries Squash Courts 
Dining Rooms Lobbies Stair Treads 
Display Rooms Museums Steamer Cabins 
Elevators Offices Stores 

Elevator Mats Pantries Sun Parlors 
Ferry Boats Passenger Cars Theatres 

Foyers Ramps Ticket Offices 
Grill Rooms Rest Rooms Vestibules 
Hand Ball Courts Restaurants Yachts 


Linotile makes an excellent floor for restaurants and kindred places because of its resilience, durability and the 
ease with which it can be cleaned and kept clean. This design is of six-inch light gray squares, 
three by six-inch light green oblongs, three-inch light gray squares and one-quar- 
ter-inch black interlining strips. The field is surrounded by a light 
gray border. New Peking Cafe, Minneapolis, Minn. 
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Sizes 


Linotile is supplied in the following standard sizes—all being 
14 inch thick: 


Squares Oblongs 

PhP ceed Oe xa Ath She Xan Ot 
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Interlining Strips: For use between square or oblong tile— 
14", 34", 14", 34" and 1” wide. For borders any desired width will 
be supplied. 


Sanitary Cove and Base: Standard height 6”—furnished in all 
the eleven colors in which Linotile 1s made. 


Special Designs: Designs which call for fleur-de-lis, mono- 
grams or other tile of sizes and shapes not listed as standard, or 
designs which include fancy borders, can be supplied at an in- 
creased cost, depending upon the amount of extra labor required 
for cutting and installing. 
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Colors 


Linotile is manufactured in eleven colors: viz., light gray, dark 
gray, light brown, dark brown, light blue, dark blue, light green, 
dark green, red, white and black, approximately as shown here. 
All of the colors are bright and clear, yet mellow in tone; full of 
life, but not glaring or discordant. The surface of the tile is re- 
markably smooth. 


Light Blue Dark Blue 
Light Brown Dark Brown 
Light Gray Dark Gray 


Light Green 


Black 
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Dark Green 


White 


N 
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Designs 


In this book are shown a number of designs for fields and 
borders, suitable for a variety of different rooms. The size of the 
individual tiles and width of the interlining strips should be de- 
termined, of course, by the area of the room. Border strips are 
adjusted in every case so as to center the design and make the 
figure come out as evenly as possible on all sides of the room. 

It should be understood that the designs shown in this book 
are not the only ones that can be furnished. An almost endless 
variety can be obtained with the eleven colors and various sizes 
in which Linotile is manufactured. The Company’s designers 
will be glad to cooperate with architects and owners in the prep- 
aration of individual designs especially adapted to meet particular 


conditions. This service will be rendered without charge or implied 
obligation. 


Border; Light green 
Field: © 
white interlining strips 


Large light green squares, dark green oblongs, and small light green squares, with 
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Border: Dark brown 
Field: Alternate squares of light gray and dark brown with light blue interlining strips 


Border: Black and white 
Field: Large and small white squares separated by black oblongs 
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Border: White and dark blue 
Field: Squares of white with corners cut off to accommodate insets of dark blue 
Note: This is a special design 


Border: Light blue and black 
Field; Alternate squares of white and light blue with black interlining strips 
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Border: Light gray and black 
Field: Oblongs of light gray with black interlining strips 


Border: Dark green and light gray 
Field; Alternate squares of dark green and light gray set diagonally 


Border: Black and white 
Field: Alternate squares of black and white set diagonally 
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Border: Dark brown 
Field: Large squares of dark brown, light brown oblongs and small light green squares 
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Border: White and light brown 

Sub-border: White oblongs separated by light brown strips with a white square at each corner 
of the field. 

Field: White squares with light brown interlining strips 


Border: Dark gray, black and light gray 
Field: Large squares of light gray, dark gray oblongs, small white squares, with black inter- 


lining strips 
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Border: Light green and black , 
Field: Alternate squares of dark green and light green set diagonally 


Border: Black and red po, Bae : + 
Field: Red squares and oblongs used indiscriminately, but arranged so that all vertical joints 


are broken. Black interlining strips 
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Border: Light green and light gray 
Field: Light green squares with light gray interlining strips 


Specifications for Linotile 


Architects who desire to specify Linotile will find the following 
specifications of material service. They cover the furnishing and 
laying of Linotile: 


Over Suspended Concrete Base; 
Over Suspended Wood Base; 
Sanitary Cove and Base; 


QO NO — 


Over Concrete Stair Treads; 
Over Wood Stair Treads; 
Over Metal Stair Treads. 


SOR ae am 


Linotile cannot be installed satisfactorily in basements or over 
any base which rests directly on top of the ground. Hence, it 
should never be specified under such conditions. 
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Specification No. 1 

Furnishing and Installing Linotile Over Suspended Concrete Base 

The suspended concrete base shall be furnished and installed by another 
contractor, 14 inch below the desired finished floor level and troweled to a 
perfectly smooth and even surface. After the concrete is thoroughly dry and 
well-seasoned*, a Linotile floor of plain design with a plain two- or three-piece 
straight-line border, in any combination of the eleven colors and the standard 
sizes as shown in the book, Lino- 
tile Floors, shall be furnished and , 
installed by the Armstrong Cork NN 
& Insulation Company or its au- 
thorized agent. 

All Linotile shall be of good, 
durable quality. It shall be laid 
in Nonpareil Waterproof Cement, 


with the edges coated and joints XX 3 
sealed with the same material. WOOD GROUND, Years 
The lines between the tile shall LINOTILE COVE AND BASE, ( 

be straight so as to preserve the WATERPROOF CEMENT i 
symmetry of the design, and the SMoTite 


surface of the finished Linotile 
floor shall be cleaned and left in 
good condition. 

All borders shall follow the 
line of the permanent fixtures, 
and the width of the borders may vary to compensate variations in the di- 
mensions of the rooms, size of tile, and design selected. 

Note: If sanitary cove and base are desired, add Specification No. 3. 


*Where Linotile is to be installed over a new suspended concrete base, it is absolutely necessary that the 
concrete be thoroughly dry and well-seasoned before the Linotile is laid. Experience has fixed this period of 
drying out, under the most favorable circumstances, at thirty days. It is essential that this base be troweled to a 
poe, smooth and even surface, since otherwise the irregularities in the base will show in the finished Linotile 

oor. 

Where Linotile is to be installed over an old suspended concrete or hard tile floor, it is likewise necessary that 
the floor be perfectly true and even, and any low spaces, expansion score marks or cracks must be repaired by 
the owner and finished flush with the surface of the floor before the Linotile can be applied. 


Specification No. 2 
Furnishing and Installing Linotile Over Suspended Wood Base 


The suspended wood base shall be furnished and installed by another 
contractor, 8 inch below the desired finished floor level. This floor shall be 
all thoroughly dry and well-seasoned* T & G lumber, not more than three 


*Where Linotile is to be installed over a new suspended wood base, it is of vital importance that the lumber 
be laid with approximately gy inch between the boards to eliminate as much as possible the tendency of the 
floor to expand or buckle. For this reason, face nailing is advisable. Any unevenness of the boards must be 
planed smooth, since otherwise the irregularities will show in the finished floor. 

Where Linotile is to be installed over an old suspended wood floor, it is likewise necessary that any loose, 
defective or badly worn boards be face nailed or replaced, and all unevenness of the boards be planed smooth by 
the owner. 
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inches wide, laid 
close but not driven 
tight, and: left per- 
fectly smooth and 
even. A deadening 


WOOD BACKING FOR BASE 


LINOTILE COVE AND BASE 


LINOTILE felt, weighing ap- 
DEADENING FELT proximately 1% 

4 N WATERPROOF CEMENT pounds per square 
3 \ yard, shall be fur- 
\ nishedand installed 

NBs FREES AME on this base by the 
— —FINISHED WOOD FLOOR - Armstrong Cork & 

‘\_ ROUGH WOOD FLOOR Insulation Com- 

Yj (ie eee pany or its author- 

Ye izedragent. Uhe felt 


shall be securely ce- 
mented to the base 
with Nonpareil Waterproof Cement, with all seams butted and made tight. 

On the felt base a Linotile floor of plain design with a plain two- or three- 
piece straight line border, in any combination of the eleven colors and the 
standard sizes as shown in the book, Linotile Floors, shall be furnished and 
installed by the Armstrong Cork & Insulation Company orits authorized agent. 

All Linotile shall be of good, durable quality. It shall be laid in Non- 
pareil Waterproof Cement, with the edges coated and joints sealed with the 
same material. The lines between the tile shall be straight so as to preserve 
the symmetry of the design, and the surface of the finished Linotile floor shall 
be cleaned and left in good condition. 

All borders shall follow the line of the permanent fixtures, and the width 
of the borders may vary to compensate variations in the dimensions of the 
rooms, size of tile, and design selected. 

Note: Jf sanitary cove and base are desired, add Specification No. 3. 


a) 


Specification No. 3 
Furnishing and Installing Sanitary Cove and Base of Linotile in 
Connection with Linotile Floors 


A straight ground, approximately 3 inches high and not less than 7% inch 
thick, to serve as a backing for the Linotile cove and base, shall be set in 
all around the room at the base floor level, and nailed securely in place by an- 
other contractor. The surface of the walls and the intersection of the walls 
and floor shall be left perfectly true and even, free from dirt and other for- 
elgn matter, and the wall finish shall be brought down flush with the top of 
the base ground by the contractor who applies the wall finish, to secure a 
true, even surface flush with the base ground. 
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Linotile cove and base, six inches 
high, of one of the eleven colors 
shown in the book, Linotile Floors, 
shall be furnished and installed by 
the Armstrong Cork & Insulation 
Company or its authorized agent. 
The cove and base of Linotile shall 
be secured firmly in position with 
Nonpareil Waterproof Cement, the 
cove to make a neat, tight joint with 
the Linotile floor. The surface of 
the Linotile cove and base shall be 

cleaned after being installed, and 
left in good condition. 


V) 


WALL 


WOOD GROUND 


LINOTILE COVE AND BASE\ 
S 


LESSEN, 


4 


WATERPROOF CEMENT 
LINOTILE ; 


es 


Note: This specification should be 
used in conjunction with Specifica- 
tions Nos. I and 2. 


Specification No. + 


Furnishing and Installing Linotile on Concrete Stair Treads 


The concrete treads shall be furnished and installed by another con- 
tractor, 14 inch below the finished step level, and troweled to a perfectly 
smooth and even surface. A nosing of concrete (or steel or brass or wood) 
extending 14 inch above the concrete treads, so as to finish flush with the 
top of the Linotile, shall be installed by an- 
other contractor. After the concrete is thor- 
oughly dry and well-seasoned*, Linotile of one 
color or a plain design selected from the stand- 
ard sizes and eleven colors shown in the book, 
Linotile Floors, shall be furnished and installed 
by the Armstrong Cork & Insulation Company 
or its authorized agent. 


LINOTILE TREAD 


WATERPROOF CEMENT 


All Linotile shall be of good, durable quality. It shall be laid in Nonpareil 
Waterproof Cement, with the edges coated and joints sealed with the same 
material. The surface of the finished Linotile treads shall be cleaned and 
left in good condition. 


*Where Linotile is to be installed over new concrete treads, it is absolutely necessary that the concrete be 
thoroughly dry and well-seasoned before the Linotile is laid. Experience has fixed this period of drying out, 
under the most favorable circumstances, at thirty days. It is also essential that these concrete treads be 
troweled to a perfectly smooth and even surface, since otherwise the irregularities will show in the finished 
Linotile treads. 
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Specification No. 5 
Furnishing and Installing Linotile on Wood Stair Treads 


The wood stair treads shall be furnished and installed by another con- 
tractor, 34 inch below the desired finished step level. These treads shall be 
all dry and well-seasoned lumber, not less than 7% inch thick, laid close but 
not driven tight, and left perfectly smooth and even.* A nosing of wood (or 
steel or brass) extending 3¢ inch above the wood tread, so as to finish flush 
with the top of the Linotile, shall be installed by another contractor. A 
deadening felt, weighing approximately 114 pounds per square yard, shall 
be furnished and installed on the wood treads by the Armstrong Cork & 
= Insulation Company or its authorized agent. 

took aa SSH The felt shall be securely cemented to the wood 

eee nosine Se treads with Nonpareil Waterproof Cement. 

\ a AS On the felt base, Linotile of one color or a plain 

eS design, selected from the standard sizes and 

eleven colors shown in the book, Linotile Floors, shall be furnished and in- 
stalled by the Armstrong Cork & Insulation Company or its authorized agent. 

All Linotile shall be of good, durable quality. It shall be laid in Nonpareil 
Waterproof Cement, with the edges coated and joints sealed with the same 
material. The surface of the Linotile treads shall be cleaned and left in 
good condition. 


WATERPROOF CEMENT 


LINOTILE TREAD, \. 


*Where Linotile is to be installed over new wood treads, it 1s of vital importance that the lumber be laid 
with approximately zz inch between the boards to eliminate as much as possible the tendency of the floor to 


expand or buckle. For this reason, face nailing is advisable. Any unevenness of the boards must be planed 
smooth by another contractor, since otherwise the irregularities will show in the finished treads. 


Where Linotile is to be installed over old wood treads, it is likewise necessary that any loose, defective 
or badly worn boards be face nailed or replaced, and all unevenness of the boards be planed smooth by the 
owner. 


Specification No. 6 
Furnishing and Installing Linotile on Metal Stair Treads 


The metal treads shall be furnished and installed by another contractor, 
V4 inch below the finished step level, and left with a perfectly smooth and 
even surface. A nosing of steel (or brass or wood), extending 14 inch above 
the metal treads, so as to finish flush with the top 
of the Linotile, shall be installed by another con- 
tractor. On the metal treads, Linotile of one color 
or a plain design selected from the standard sizes 
and eleven colors shown in the book, Linotile Floors, 
shall be furnished and installed by the Armstrong 
Cork & Insulation Company or its authorized agent. 

All Linotile shall be of good, durable quality. It shall x laid in Nonpareil 
Waterproof Cement, with the edges coated and joints sealed with the same 
material. The surface of the finished Linotile treads shall be cleaned and left 
in good condition. 


WATERPROOF CEMENT 


LINOTILE TREAD ---4 


STEEL RISER 
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The Care of Linotile Floors 


Cleaning. No hard and fast rule can be laid down as to the fre- 
quency of scrubbing Linotile floors. In some cases, where the foot 
traffic is quite heavy and considerable quantities of mud and dirt 
are tracked in from the outside, thorough cleansing will be nec- 
essary every day or so. For other floors, such as those in residence 
sun rooms and kindred places, scrubbing once a month will prob- 
ably suffice. 

Use two buckets for the cleaning operation—one containing 
lukewarm water (from 80° to 90° F.), and soap or soap chips, the 
other clear water of the same temperature, for rinsing. The latter 
should be changed frequently. Hot water should not be used 
under any circumstances. After thoroughly rinsing the surface, 
dry it immediately with a soft, clean cloth. It is quite important 
that none of the soap be allowed to remain in solution on the sur- 
face of the floor. Soaps containing rosin should never be used. This 
point cannot be emphasized too strongly. White soaps are prefer- 
able. White soap chips, which are manufactured by most soap 
manufacturers and many of the packing houses, have been found 
to give excellent results. Between scrubbings it should be possible 
to keep the floor in good condition simply by mopping it dry or 
with clear, lukewarm water, as the necessity arises. 

Polishing. The occasional polishing of Linotile floors adds 
greatly to their attractiveness, and makes them considerably 
easier to clean and keep clean. Excellent results can be obtained 
by the use of “Old English Brightener” and other compounds 
similar in composition. To polish a Linotile floor, a soft cloth, 
preferably cheese cloth, should be thoroughly dampened, but in 
no sense saturated with the polishing agent. Under no circum- 
stances should it be possible to wring a drop of liquid from the 
cloth. This is a very important point, for if the cloth contains 
even the slightest excess of the liquid it will leave a film on the 
surface of the floor, and dust will collect. 

Treat only a small section of the floor at a time, applying the 
polishing liquid thinly and evenly. Let it dry thoroughly for at 

32 


Wee No TO Lay Weel SE Pik Om Ors Rass 


least fifteen minutes, and then polish it by rubbing quickly and 
lightly with a clean, soft cloth. A beautiful polish will result. 


Furniture on Linotile. Linotile, like other resilient materials, 
is likely to be marred by the metal castors on furniture. It is 
advisable, therefore, to place glass cups under all metal castors, 
or replace the metal castors with sliding metal shoes or felt castors. 
This recommendation applies to chairs as well as to heavier 
articles. 

Sliding metal shoes have a wide bearing surface and no rough 
edges. They are made in several sizes, and have a shank similar 
to that on regular castors and will fit in the same sockets. They 
can be procured from almost any furniture or hardware dealer. 


Contract Department 


To obtain satisfactory installations of Linotile, it is imperative 
that the services of the experienced workmen in the employ of the 
Company or its authorized agents be utilized. These men have 
received special training and are thoroughly competent. The 
Company has ample manufacturing facilities and is in a position 
to execute work of this character promptly and efficiently. 


Further Information 


Samples, Designs, Estimates. Samples, estimates and further 
information will be cheerfully submitted on application. Branch 


offices are located in the principal cities of the United States and 
Canada. 


Installations 


Linotile is found today in scores of public and semi-public 
buildings, and private residences throughout the United States. 
A partial list of installations—conveniently classified as to char- 


acter follows: 


APARTMENT HOUSES 


Empress Apartments, San Francisco, Cal. 
Keystone Apartments, San Francisco, Cake 
Steinhart Apartments, San Francisco, Cal. 
Courtland Apartments, Louisville, Ky. 
Puritan Apartments, Louisville, Ky. 
Newhall Apartments, Brookline, Mass. 
Davenport Apartments, Detroit, Mich. 
La Fandora Apartments, Detroit, Mich. 


Kahler-Roberts Apartments, Rochester, 


Minn. 


Geraldine Apartments, Great Falls, Mo. 
Ebert Apartments, Livingston, Mont. 
Fifth Avenue and Seventy-second Street 
Apartments, New York City, N. Y. 
The Normandie, Rochester, N. Y. 
Schopfer Court, Syracuse, N. Y. 
Nob Hill Apartments, Portland, Ore. 
Bansford Apartments, Salt Lake City, 
Utah. 


BANKS 


Bank of Cotton Plant & Trust Co., Cotton 
Plant, Ark. 

American Bank of Commerce & Trust 
Company, Little Rock, Ark. 

Bank of Arbuckle, Arbuckle, Call 

First National Bank, Fairfield, Cail, 

Bank of Italy, Fruitvale, Calk 

Bank of Italy, Oakdale, Cal; 

California Security & ‘Loan Corporation, 
Pasadena, Cal. 

American National Bank, San Francisco, 


Polat Bank of Savings, San Francisco, 

al. 

Farmers & Merchants National Bank, 
Stockton, Cal. 

First National Bank, Denver, Colo. 

Wallace Bank & Trust Co., Wallace, 
Idaho. 

Citizens Savings Bank & Trust Company, 
Chicago, IIl. 

Citizens National Bank, Independence, 
Kans. 

First National Bank, Sterling, Kans. 

Security National Bank, Wellington, 
Kans. 

Federal Reserve Bank, Louisville, Ky. 

Baltimore Trust Co., Highlandtown, Md. 

Central National Bank, Lynn, Mass. 

National City Bank, Lynn, Mass. 

First National Bank, Capac, Mich. 

Dearborn State Bank, Dearborn, Mich. 

Highland Park Savings Bank, Detroit, 
Mich. 

Michigan State Bank, Detroit, Mich. 

Peninsular State Bank, Detroit, Mich. 


Wayne County Home Savings Bank, 
Detroit, Mich. 

Grosse Pointe Savings Bank, Grosse 
Pointe, Mich. 

Morley State Bank, Morley, Mich. 

Citizens State Bank, Twin Valley, Minn. 

Franklin Bank, St. Louis, Mo. 

Lafayette South Side Bank, St. Louis, Mo. 

First National Bank of Wel llston, St. Louis 
County, Mo. 

Union National Bank, Atlantic City, N. J. 

Farmers & Merchants Bank, Jamestown, 
INig 6 

Laos National Bank, Long Island, 

Be Gs 


rene National Bank, New York, N. Y. 

City Bank, Syracuse, Nye 

Merchants National Bank, Mandan, N. D. 

The Depositors Savings & Trust Com- 
pany, Akron, Ohio. 

The Ohio Savings & Trust Company, 
Akron, Ohio. 

Cleveland Trust Co., Cleveland, Ohio. 

The Garfield Savings Bank Company, 
Cleveland, Ohio. 

The Lorain County Savings & Trust Com- 
pany, Elyria, Ohio. 

First National Bank, Portland, Ore. 

United States National Bank, Portland, 
Oregon. 

Federal Title & Trust Company, Beaver 
Balissmeas 

Charleroi Bank, Charleroi, Pa. 

Peoples National Bank, Ellwood City, Pa 

Lancaster Trust Co., Lancaster, Pa. 

First National Bank, Mercer, Pa. 


Pee oN OO. th he 


BANKS— 


Girard Trust Co., Philadelphia, Pa. 

Bank of Pittsburgh, N. A., Pittsburgh, Pa. 

Peoples Bank Building, Pittsburgh, Pa. 

Workingman’s Saving & Trust Company, 
Pittsburgh, Pa. 

Lynchburg National 
Va. 

Pullman State Bank, Pullman, Wash. 


Bank, Lynchburg, 


Wenatchee Valley Bank, Wenatchee, 
Wash. 

Zillah Bank, Zillah, Wash. 

Kanawha National Bank, Charleston, 
Wea View 


Bank of Mullens, Mullens, W. Va. 
McDowell County National Bank, Welch, 
Wa Vials 


Cont. 


Bank of Lovell, Lovell, Wyoming. 

First National Bank, Powell, Wyo. 

Bank of Hamilton, Hamilton, Ontario. 

Canadian Bank of Commerce, Hamilton, 
Ontario. 

Canadian Bank of Commerce, Kitchener, 
Ontario. 

Crown Savings & Loan Company, Pe- 
trolia, Ontario. 

Lambton Loan & Investment Company, 
Sarnia, Ontario. 

Huron & Erie Mortgage Corporation, 
Toronto, Ontario. 

Trusts and Guarantee Company, Limited, 
Toronto, Ontario. 


CHURCHES 


St. Patrick’s Church, Bisbee, Ariz. 

First English Evangelical © Lutheran 
Church, Detroit, Mich. 

First Presbyterian Church, Howell, Mich. 

St. Mary’s Church, New London, Conn. 

The Broadway Methodist Church, Cleve- 
land, Ohio. 

The Lakewood Congregational Church, 
Lakewood, Ohio. 

First Christian Church, Tulsa, Okla. 

First Regular Baptist Church, Altoona, 


12 
First English Lutheran Church, Butler, 


ae 


Edgewood Presbyterian Church, Edge- 
wood, Pa 

East. Liberty Presbyterian Church, Pitts- 
burgh, Pa. 

St. Stephen’s Lutheran Church, Pitts- 
burgh, Pa. 

St. John the Baptist Greek Catholic 
Church, Uniontown, Pa. 

Calvary Lutheran Church, Wilkinsburg, 
Bar 

St. Paul’s Evangelical Lutheran Church, 
WorksePar 

St. Joseph’s Convent, Milwaukee, Wis. 

St. Francis, Renfrew, Ontario. 


HOS PIN AIES 


Burnett Sanitarium, Fresno, Cal. 


Central Emergency Hospital, San Fran- 
cisco, Cal. 

Stanford University Hospital, San Fran- 
ciscon Call 


St Anthony’s Hospital, Denver, Colo. 

International Harvester Co. Hospital, 
Chicago, Ill. 

Cowie Hospital, Ann Arbor, Mich. 

Henry Ford Hospital, Detroit, Mich. 

Harper Hospital, Detroit, Mich. 

Herman Keifer Hospital, Detroit, Mich. 

Mercy Hospital, Kansas City, Mo. 


St. Joseph Hospital, Kansas City, Mo. 
Alliance Sanitary Hospital, Alliance, O. 
Christ Hospital, Cincinnati, Ohio. 
Charity Hospital, Cleveland, Ohio. 
Lima Locomotive Works, Lima, Ohio. 
Columbia Hospital, Wilkinsburg, Pa 
City Home, Marshalsea, Pa. 

St. Paul’s Sanitarium, Dallas, Texas. 
Baptist Sanitarium, Dallas, Texas. 

St. Joseph’s Infirmary, Houston, Texas. 
Providence Sanitarium, Waco, Texas. 
Sacred Heart Sanitarium, Milwaukee, Wis. 
Isolation Hospital, Galt, Ontario. 


HOMES CLUBS ek E SPAWIRANTS 


Maywood Hotel, Corning, Cal. 

Hotel Simpson, Los Angeles, Cal. 
Colonial Cafeteria, Oakland, Cal: 
Clinton Cafeteria, Sep Francisco, Call 
Hotel Clunie, Sacramento, Call 
Granada Hotel, San Francisco, Cal: 
St. Francis Hotel, San Francisco, Cal: 
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Stewart Hotel, San Francisco, Cal. 

Hotel Whitcomb, San Francisco, Cal. 

Illinois Athletic Club, Chicago, Ill. 

Severin Hotel, Indianapolis, Ind. 

West Baden Springs Hotel, West Baden, 
Ind. 

Hanover Lunch Room, Baltimore, Md. 


Win wel cau 


E 
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HOPELS, CLUBS, RESTAURAINTS——Gonr. 


Imperial Hotel, Detroit, Mich. 

John R. Inn, Detroit, Mich. 

Hotel Statler, Detroit, Mich. 

Hotel Tuller, Detroit, Mich. 

New Peking Cafe, Minneapolis, Minn. 

Beers Hotel, St. Louis, Mo. 

Elks Club, St. Louis, Mo. 

Harvey’s Union Station Lunch Room, 
Kansas City, Mo. 

Deer Lodge Hotel, Deer Lodge, Mont. 

Northern Hotel, Billings, Mont. 

The Breakers, Atlantic City, N. J. 

Engineers’ Club, New York City, N. Y. 

Goulds Hotel, Seneca Falls, N. Y. 

Wittner-O’Conner Hotel, Syracuse, N. Y. 

Lewis & Clark Hotel, Mandan, N. D. 

Metropole Hotel, Cincinnati, Ohio. 

Sinton Hotel, Cincinnati, Ohio. 

Elks’ Club, Columbus, Ohio. 

Shawnee Hotel, Springfield, Ohio. 


Portland Hotel, Portland, Oregon. 

Elks’ Club, Greensburg, Pa. 

“The Pines,” Keown Station, Pa. 
Bingham Hotel, Philadelphia, Pa. 
Colonnade Restaurant, Pittsburgh, Pa. 
Harry Davis Restaurant Co., Pittsburgh, 


ar 
Kleman’s Inn, Pittsburgh, Pa. 
Miller’s Cafeteria, Pittsburgh, Pa. 
Pittsburgh Athletic Association, 
burgh, Pa. 
William Penn Hotel, Pittsburgh, Pa. 
Adolphus Hotel, Dallas, Texas. 
De George Hotel, Houston, Texas. 
Weatherford Hotel, Weatherford, Tex. 
Grand Central Hotel, Wheeling, W. Va. 
Royal Connaught, Hamilton, Ontario. 
Chateau Laurier, Ottawa, Ont. 
King Edward Hotel, Toronto, Ont. 


Pitts- 


LIBRARIES, SCHOOLS 


Carnegie Library, Huntsville, Ala. 
Plymouth High School, Plymouth, Mich. 
Junior High School, Bozeman, Mont. 
Ohio State University, Columbus, Ohio. 
Geneva College, Beaver Falls, Pa. 


Western Theological Pitts- 
burgh, Pa. 

Craig School, Uniontown, Pa. 

College of Industrial Arts, Denton, 4Tex. 


Girls School, El Paso, Texas. 


Seminary, 


OFFICES AND OFFICE BUILDINGS 


Dr. Acker, Fresno, Cal. 

Bank of Italy Building, Fresno, Cal. 

Rowell Building, Fresno, Cal. 

Dr. W. K. Chambers, Los Angeles, Cal. 

Kerchkoff Building, Los Angeles, Cal. 

Jas. Edwards Dental Company, San Fran- 
cisco, Cal. 

Head Building, San Francisco, Cal. 

Lilienthal Brayton Company, San Fran- 
cisco, Cal. 

Metzgar Building, San Francisco, Cal. 

Rolph Navigation & Coal Company, San 
Francisco, Cal. 

Spreckles Security Company, San Fran- 
cisco, Cal. 

Union Square Building, San Francisco, 
Cal: 

University Regents Building, San Fran- 
cisco, Cal. 

Dillin & Douglas, New Haven, Conn. 

Smith-Rhea Co., Washington, D. C. 

Fortune Brothers Brewing Company, 
Chicago, IIl. 

Goddard Building, Chicago, Ill. 

Carl Fisher Building, Indianapolis, Ind. 

Prairie Oil & Gas Co., Independence, 
Kans. 
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Armour & Co., Kansas City, Kans. 

Peet Brothers Soap Co., Kansas City, 
Kans. 

Lexington Herald Building, Lexington, 
Ky. 

Lexington Leader Building, Lexington, 


y. 

Fourth Avenue Real Estate Company, 
Louisville, Ky. 

Dr. Raymond Grant, Louisville, Ky. 

Leyman Motor Co., Louisville, Ky. 

Eastern Mfg. Company, South Brewer, 
Me. 

Hendler Creamery Co., Baltimore, Md. 

Ames Real Estate Trust, Boston, Mass. 

Kilham & Hopkins, Boston, Mass. 

F. P. O’Connor Co., Boston, Mass. 

Denholm & McKay, Worcester, Mass. 

Book Building, Detroit, Mich. 

Butler Building, Detroit, Mich. 

Chamber of Commerce Building, Detroit, 
Mich. 

Detroit City Gas Building, Detroit, Mich. 

Detroit United Railway Building, Detroit, 
Mich. 

Dodge Brothers, Detroit, Mich. 

Ford Motor Car Co., Detroit, Mich. 
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OFFICES AND OFFICE BUILDINGS—Cont. 


Garfield Exchange Telephone Building, 
Detroit, Mich. 

Gray Estate, Detroit, Mich. 

Griswold Building, Detroit, Mich. 

L. B. King Building, Detroit, Mich. 

S. S. Kresge Building, Detroit, Mich. 

Lincoln Exchange Telephone Building, 
Detroit, Mich. 

Majestic Building, Detroit, Mich. 

Wm. H. Miller Building, Detroit, Mich. 

Simon J. Murphy Co., Detroit, Mich. 

Penobscot Building, Detroit, Mich. 

Russell Building, Detroit, Mich. 

Sweeney-Huston Building, Detroit, Mich. 

Smith, Hinchman & Grylls Co., Detroit, 
Mich. 

Traugott, 
Mich. 

Union Trust Building, Detroit, Mich. 

Eureka Vacuum Building, Detroit, Mich. 

West Exchange Telephone Building, De- 
troit, Mich. 

David Whitney Building, Detroit, Mich. 

A. M. Ramer & Company, St. Paul, Minn. 

Commerce Building, Kansas City, Mo. 

Reserve Bank Building, Kansas City, Mo. 

Sharp Building, Kansas City, Mo. 

Waldheim Building, Kansas City, Mo. 

Busch, Sulzer Bros. Diesel Engine Co., 
St. Louis, Mo. 

Central Shoe Co., St. Louis, Mo. 

Ely-Walker Dry Goods Co., St. Louis, Mo. 

Home Cotton Mills of Bemis Bros. Bag 
Co., St. Louis, Mo. 

Humboldt Building, St. Louis, Mo. 

Metropolitan Building, St. Louis, Mo. 

McQuay Norris Manufacturing Company, 
St. Louis, Mo. 

Dr. H. F. D’Oench, St. Louis, Mo. 

Rice-Stix Dry Goods Co., St. Louis, Mo. 

Dr. R. C. Siebert, St. Louis, Mo. 

Whitaker & Co., St. Louis, Mo. 

Woodward & Tiernan Printing Co., St. 
Louis, Mo. 

T. B. Storey, Bozeman, Mont. 

Ellis Paint Co., Butte, Mont. 

Henry Howell, Butte, Mont. 

Kroffgans & Frank, Butte, Mont. 

Largey Lumber Company, Butte, Mont. 

L. T. Lawler, Butte, Mont. 

H. Mayson, Butte, Mont. 

Montana Transfer Co., Butte, Mont. 

W. A. O’Brien, Butte, Mont. 

J. H. Ryan, Butte, Mont. 

Standard Building, Butte, Mont. 

A. W. Miles Lumber Company, Living- 
ston, Mont. 

C. M. Johnson, Whitehall, Mont. 

The Akron Pure Milk Co., Akron, Ohio. 


Schmidt Building, Detroit, 


oh 


The Goodyear Tire & Rubber Company 
Akron, Ohio. 

Otto Grau Piano Co., Cincinnati, Ohio. 

Baldwin Piano Co., Cincinnati, Ohio. 

R. K. LeBlond Machine Tool Co., Cincin- 
nati, Ohio. 

McAlpin Co., Cincinnati, Ohio. 

Dolley Varden Chocolate Company, Cin- 
cinnati, Ohio. 

American Trust Building, Cleveland, O. 

The Chandler Motor Car Company, 
Cleveland, Ohio. 

Citizens Savings & Trust Building, Cleve- 
land, Ohio. 

Cleveland Builders’ Exchange, Cleveland, 
Ohio. 

Cleveland Hardware Co., Cleveland, O. 

Cleveland Tanning Co., Cleveland, Ohio. 

The Columbia Steel & Shafting Company, 
Cleveland, Ohio. 

Erie Building, Cleveland, Ohio. 

Gund Brewing Co., Cleveland, Ohio. 

Hickox Building, Cleveland, Ohio. 

National Acme Manufacturing Company, 
Cleveland, Ohio. 

Osborne Building, Cleveland, Ohio. 

Park Building, Cleveland, Ohio. 

Park Investment Co., Cleveland, Ohio. 

Parrish & Bingham Corporation, Cleve- 
land, Ohio. 

Dr. J. M. Politzer, Cleveland, Ohio. 

Hiram Rivitz Co., Cleveland, Ohio. 

Swetland Building, Cleveland, Ohio. 

Capital Motor Car Co., Columbus, Ohio. 

Dr. C. H. Cushing, Elyria, Ohio. 

The Humphrey Co., Euclid Beach, O. 

Lima Locomotive Works, Lima, Ohio. 

Paul A. Sorg Paper Co., Middletown, O. 

Elwood Myers Co., Springfield, Ohio. 

Huebner-Toledo Breweries Co., Toledo, 
Ohio. 

Carnegie Steel Co., Youngstown, Ohio. 

Masonic Building, Bartlesville, Okla. 

Frank P. Johnson Building, Oklahoma 
City, Okla. 

Magnolia Petroleum Building, Oklahoma 
City, Okla. 

Marland Refining Co., Ponca City, Okla. 

Exchange National Bank Building, Tulsa, 
Okla. 

Robinson Arcade, Tulsa, Okla. 

Cosden & Co., West Tulsa, Okla. 

Dr. F. H. Van Winkle, Newark, N. J. 

Harvey Building, New York City, N. Y. 

United Cigar Stores Co., New York, N.Y. 

Northern New York Utilities Co., Inc., 
Watertown, N. Y. 

Howard Store Co., Beaver Falls, Pa. 

Spang Chalfant & Co., Etna, Pa. 
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OFFICES AND OFFICE BUILDINGS—Cont. 


Delaware County Electric Co., Lans- 
downe, Pa. 

Dr. J. C. G. Fitzhugh, McKeesport, Pa. 

Bell Telephone Co., Philadelphia, Pa. 

Breyer Ice Cream Co., Philadelphia, Pa. 

Sauquoit Silk Manufacturing Company, 
Philadelphia, Pa. 

H. Weinman & Brother, Philadelphia, Pa. 

Western Union Telegraph Co., Philadel- 
phiay ba. 

Arrott Building, Pittsburgh, Pa. 

Caulk Dental Supply Co., Pittsburgh, Pa. 

Chamber of Commerce Building, Pitts- 
burgh, Pa. 

Consolidated Gas Co., Pittsburgh, Pa. 

Frick Building, Pittsburgh, Pa. 

Frick Building Annex, Pittsburgh, Pa. 

Fulton Building, Pittsburgh, Pa. 

Highland Building, Pittsburgh, Pa. 

Hope Natural Gas Co., Pittsburgh, Pa. 

Humboldt Insurance Co. Building, Pitts- 
burgh, Pa. 

Jenkins Arcade, Pittsburgh, Pa. 

Macbeth-Evans Glass Co., Pittsburgh, Pa. 

McKinney Manufacturing Company, 
Pittsburgh, Pa. 

Peoples Bank Building, Pittsburgh, Pa. 

Pittsburgh Dry Goods Co., Pittsburgh, Pa. 

Pittsburgh Valve Foundry & Construction 
Co., Pittsburgh, Pa. 

Superior Fire Insurance Co., Pittsburgh, 
Ras 

Union Arcade, Pittsburgh, Pa. 

Wabash Terminal Railroad, Pittsburgh, 
eae 

United Engine & Foundry Co., Vander- 
eritt, Pas 

Cisco Banking Company, Cisco, Texas. 

City National Bank Building, Dallas, 
ilexase 

Great Southern Life Building, Dallas, 
Texas. 

Linz Building, Dallas, Texas. 

Masonic Temple, Dallas, Texas. 

North Texas Building, Dallas, Texas. 

Praetorian Building, Dallas, Texas. 

Texas Building, Houston, Texas. 

H. B., Thompson, Dallas, Texas. 

Union Terminal Building, Dallas, Texas. 

Wilson Building, Dallas, Texas. 


PUBLIC 


Hall of Records, Oakland, Cal. 

Temple of Justice, Sacramento, Cal. 
Masonic Temple, San Francisco, Cal. 
Cook County Court House, Chicago, IIl. 
Municipal Building, Detroit, Mich. 


Fort Worth National Bank Building 
Fort Worth, Texas. 

Southwestern Telephone & Telegraph Co., 
Fort Worth, Texas. 

Greenville National 
Greenville, Texas. 

Foster Building, Houston, Texas. 

Kennedy Building Annex, Houston, Texas. 

Mason Building, Houston, Texas. 

Municipal Building, Houston, Texas. 

Texas State Bank Building, Houston, 
sliexass 

Aug. C. Richter Building, Laredo, Tex. 

Amicable Life Ins. Co., Waco, Texas. 

City National Bank & Oil Exchange 
Building, Wichita Falls, Texas. 

National Bank of Commerce Building, 
Wichita Falls, Texas. 

G. Clint Wood Building, Wichita Falls, 
Texas. 

Clift Building, Salt Lake City, Utah. 

Cobb Building, Seattle, Washington. 

Henry Building, Seattle, Wash. 

Marion Building, Seattle, Wash. 

Stuart Building, Seattle, Wash. 

White Building, Seattle, Wash. 

First National Bank Building, Spokane, 
Wash. 

Peyton Building, Spokane, Wash. 

Sherwood Building, Spokane, Wash. 

Spokane Heat & Light Co., Spokane, 
Wash. 

Symon’s Building, Spokane, Wash. 

Dr. J. E. Argue, Tacoma, Wash. 

Bank of California Building, Tacoma, 
Wash. 

Doctors’ Clinic, Tacoma, Wash. 

Frye Building, Tacoma, Wash. 

W. P. Fuller & Co., Tacoma, Wash. 

C. O. Lynn Co., Tacoma, Wash. 

National Realty Building, Tacoma, Wash. 

Standard Paper Co., Tacoma, Wash. 

Warburton Building, Tacoma, Wash. 

Osterman & Siebert, Walla Walla, Wash. 

Masonic Temple Building, Parkersburg, 


Exchange Bank, 


W. Va. 
The Palmolive Co., Milwaukee, Wis. 
Ormsby Building, Casper, Wyo. 
Lovell Building, Lovell, Wyo. 
North Atlantic Fisheries, Halifax, N. S. 


BUILDINGS 


Nassau County Court House, Mineola, 
Long Island. 
Wasco County Court House, The Dalles, 


ies 
Philadelphia City Hall, Philadelphia, Pa. 


PUBLIC BUILDINGS—Cont. 


Walla Walla Court House, Walla Walla, 
Wash. 

Public Utility Commission Building, Lon- 
don, Ontario. 


Moncton City Hall, Moncton, N. B., 


Canada. 


Hydro-Electric Power Commission Build- 


ing, Toronto, Ontario. 


RAILWAY CARS 


Western Maryland Railroad, Baltimore, 
Md. 


Pennsylvania Railway Co., Altoona, Pa. 


Philadelphia & West Chester Traction Co., 
Philadelphia, Pa. 

Canadian Pacific Railway Co., Montreal, 
Quebec. 


RESIDENCES 


D. M. Goldberg, Little Rock, Ark. 

Miss Nellie K. Powers, Altadena, Cal. 

M. Schwitzer, El Verano, Cal. 

Wa Brichetto, Banta, Cal: 

W. T. Steilberg, Berkeley, Cal. 

Geo. C. Rew, Coronado, Cal. 

Harry Chandler, Hollywood, Cal. 

Chas. Eyton, Hollywood, Cal. 

J. J. Morgan, Hollywood, Cal. 

Carroll Gates, Los Angeles, Cal. 

A\o 1D, Tebil, Iles ANoexeles, Calle 

Miss Cora Johnson, Los Angeles, Cal. 

W. P. Story, Los Angeles, Cal. 

P. A. G. Messcheart, Oakland, Cal. 

George W. Rodolph, Oakland, Cal. 

J. H. Poole, San Rafael Heights, Pasadena, 
Call 

G. W. Hume, Piedmont, Cal. 

James Lombard, Piedmont, Cal. 

Miss Anna Spring, Point Loma, Cal. 

Dr. Ralph Smith, Pomona, Cal. 

Miss Anna Spring, San Diego, Cal. 

H. Blackwood, San Francisco, Cal. 

A. C. Dohrmann, San Francisco, Cal. 

M. B. Moon, Sea Cliff, San Francisco, Cal. 

William Sproule, San Francisco, Cal. 

C. H. Warner, San Gabriel, Cal. 

David Gray, Santa Barbara, Cal. 

Edward Lowe, Santa Barbara, Cal. 

E. P. Holt, Stockton, Cal. 

L. W. Chase, Highland, Conn. 

William F. Sellers, Edge Moor, Del. 

Herman Luer, Alton, II. 

C. J. Bacon, Chicago, Ill. 

A. C. Cramer, Chicago, IIl. 

Henry Dangler, Chicago, Ill. 

Mrs. J. H. Hettler, Chicago, Ill. 

Cr@s Kine Chicago, Ill: 

Mrs. F. S. Pagin, Chicago, Ill. 

Abram Poole, Chicago, Ill. 

Arthur Ryerson, Chicago, Ill. 

Julius Schwill, Chicago, Ill. 

W. A. Pickard, Evanston, Ill. 

Charles W. Hess, Glencoe, Ill. 


J. M. Cudahy, Lake Forest, Ill. 

Charles B. Pike, Lake Forest, Ill. 

I. B. Blackstock, Springfield, Ill. 

Arthur G. Allen, Glenview, Ky. 

A. Colker, Newport, Ky. 

W. C. Frederick, Baltimore, Md. 

Cardinal Gibbons, Baltimore, Md. 

W. W. Keith, Baltimore, Md. 

Mrs. T. O’Connell Hillen, Eccleston, Md. 

A. D. Graham, Roland Park, Md. 

Maurice E. Skinner, Roland Park, Md. 

Harding Allen, Barre, Mass. 

S. P. Bremer, Boston, Mass. 

Stephen Codman, Boston, Mass. 

A. E. Jones, Boston, Mass. 

A. W. Chesterton, Brookline, Mass. 

Mrs. Charles Utley, Brookline, Mass. 

R. D. Smith, Dedham, Mass. 

P. A. Gardner, Dover, Mass. 

J. C. Hopkins, Dover, Mass. 

Fred Iver Johnson, Fitchburg, Mass. 

A. W. Thompson, Lowell, Mass. 

C. C. Colby, Newton, Mass. 

Sterling Elliott, Newton Centre, Mass. 

W. P. Underhill, Newton, Mass. 

C. A. St. Lawrence, Waban, Mass. 

George Plimpton, Walpole, Mass. 

Gordon Donald, Weston, Mass. 

G. V. Mead, West Acton, Mass. 

P. S. Huckins, West Newton, Mass. 

Mrs. M. A. Almeda, Winthrop, Mass. 

G. C. Whitney, Woods Hole, Mass. 

D. H. Reese, Uxbridge, Mass. 

Allen M. Fletcher, Alpena, Mich. 

H. E. Fletcher, Alpena, Mich. 

H. W. Douglas, Ann Arbor, Mich. 

Geo. G. Booth, Birmingham, Mich. 

D. M. Hubbard, Bloomfield Center, Mich. 

Geo. J. Booth, Bloomfield Hills, Mich. 

F. L. Klingensmith, Bloomfield Hills, 
Mich. 

M. B. McMillan, Bloomfield Hills, Mich. 

H. J. Barber, Detroit, Mich. 

W. T. Barbour, Detroit, Mich. 

Albert Bleser, Detroit, Mich. 


RESIDENCES—Cont. 


Franc N. Bunnell, Detroit, Mich. 

B. Burbridge, Detroit, Mich. 

Mrs. J. Burghardt, Detroit, Mich. 

J. A. Curtis, Detroit, Mich. 
Pietro Cardiello, Detroit, Mich. 

Dr. J. T. Chriselius, Detroit, Mich. 
John A. Dyar, Detroit, Mich. 

Adolph Finsterwald, Detroit, Mich. 
Fred A. Fisher, Detroit, Mich. 

A. A. Grinnell, Detroit, Mich. 

Isaac Goldberg, Detroit, Mich. 

Jacob Guthard, Detroit, Mich. 

R. Hartenstein, Detroit, Mich. 

Robert C. P. Henkel, Detroit, Mich. 
James M. Hibbard, Detroit, Mich. 
George M. Holley, Detroit, Mich. 
Harry Kanause, Detroit, Mich. 

T. J. Knittweis, Detroit, Mich. 

G. B. Koether, Detroit, Mich. 

W. H. Luhrs, Detroit, Mich. 

Dr. Harry J. Mans, Detroit, Mich. 
Charles Marty, Detroit, Mich. 

E. O. Marty, Detroit, Mich. 

Jacob Mazer, Detroit, Mich. 
Benjamin Middleditch, Detroit, Mich. 
A. Miller, Detroit, Mich. 

Miss Mary J. Murphy, Detroit, Mich. 
Benjamin Nobel, Detroit, Mich. 

Harry L. Pierson, Detroit, Mich. 
Albert A. Rose, Detroit, Mich. 

J. W. Smart, Detroit, Mich. 

Dr. A. H. Steinbrecher, Detroit, Mich. 
R. R. Sterling, Detroit, Mich. 

Max J. L. Towler, Detroit, Mich. 
Samuel Van Vliet, Detroit, Mich. 

J. M. Welt, Detroit, Mich. 

C. C. Winters, Detroit, Mich. 

B. Wurzberger, Detroit, Mich. 

W. P. Chrysler, Flint, Mich. 

Elbamar Farms, Grosse Isle, Mich. 

C. G. Edgar, Grosse Pointe, Mich. 

E. L. Ford, Grosse Pointe, Mich. 
James C. Heaslet, Grosse Pointe, Mich. 
M. L. Houseman, Grosse Pointe, Mich. 
J. B. Schlotman, ‘Grosse Pointe, Mich. 
R. L. Spitzley, Grosse Pointe, Mich. 
George Osius, Grosse Pointe, "Mich. 
George H. Phelps, Grosse Pointe, Mich. 


John T. Woodhouse, Grosse Pointe, Mich. 


Joseph Muer, Marine City, Mich. 

E. H. Fay, Pontiac, Mich. 

Mrs. Franklin Moor, St. Clair, Mich. 
C. E. Hoppin, Northfield, Minn. 
Charles O. Green, Brookfield, Mo. 

H. R. McLain, Excelsior Springs, Mo. 
T. E. Fleming, Graham, Mo. 

Charles H. Bush, Kansas City, Mo. 
George W. Foster, Kansas City, Mo. 
Lawrence Fox, Kansas City, Mo. 


J. W. Jenkins, Kansas City, Mo. 
R. A. Long, Kansas City, Mo. 
Frank McDermott, Kansas City, Mo. 
George Hall, Liberty, Mo. 
LEASING Doyle, Little Rock, Mo. 
Wear lis Behan, St. Louis, Mo. 
Frank H. Boerger, St. Louis, Mo. 
Pal Bolzwot. louisw Mo: 
CaM Champ, St. Louis, Mo. 
C. J. Curby, St. Louis, Mo. 
J. W. Hoerr, St. Louis, Mo. 
Io LEI Lovenhart, Se Louis, Mo. 
vee lnk Petring, She Louis, Mo. 

Walter H. Petring, St. Louis, Mo. 
L. Stockstrom, St. Louis, Mo. 
L. E. Dennig, West Brentmoor, Mo. 
Charles H. Dunker, West Brentmoor, Mo. 
ie J. Lemp, West Brentmoor, Mo. 

r. J. Chapple, Billings, Mont. 

oa M. Bell, Butte, Mont. 
Harry Merrill, Exeter, N. H. 
R. R. Row, Elizabeth, N. J. 
Robert Schoonmaker, Hackensack, N. J. 
John F. Turney, Middletown, N. J. 
H. V. Schieren, Montclair, N. ile 
Arthur Hoffheimer, Plainfield, N. J. 
E. H. Schwed, Red Bank, N. a 
|. 1. Higgins, Bronxville, INGEYs 
L. H. Henry, Geneva, N: Y. 
John T. Pratt, Glen Cove, N. Y. 
W. C. Davis, Jamestown, N. Y. 
Charles R. Smith, Kew Gardens, N. Y. 
R. Schreiber, New Rochelle, N. Y¥ 
George Ehret, New York City, N. Y. 
John T. Pratt, New York, N. Y. 
Miss Helen McMahon, New York, N. Y. 
T. E. Bastian, Rochester, N. Y. 
A. F. Nellis, Rochester, N. Y. 
F. K. Townsend, Rochester, N. Y. 
Arthur A. White, Syracuse, N. Y. 
CeAS Durce Witicas Nae 
Geo. W. Carmichael, Akron, Ohio. 
Alfred Herberich, Akron, Ohio. 
G. A. Leonard, Canton, Ohio. 
S. Luntz, Canton, Ohio. 
Murray Rank, Canton, Ohio. 
Walter Mersman, Celina, Ohio. 
L. C. Burkhardt, Cincinnati, Ohio. 
Y. Cartwright, Cincinnati, Ohio. 
Adolph Dryer, Cincinnati, Ohio. 
Charles Eisen, Cincinnati, Ohio. 
Leo M. Feldman, Cincinnati, Ohio. 
E. J. Goldsmith, Cincinnati, Ohio. 
C. L. Harrison, Cincinnati, Ohio. 
Arthur Joseph, Cincinnati, Ohio. 
D. J. Joseph, Cincinnati, Ohio. 
Mrs. Joseph Joseph, Cincinnati, Ohio. 
Harry Levy, Cincinati, Ohio. 
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H. S. Leyman, Cincinnati, Ohio. 

C. Dalton Myers, Cincinnati, Ohio. 
A. Senior Prince, Cincinnati, Ohio. 
Fred E. Spicker, Cincinnati, Ohio. 
J. I. Stephenson, Cincinnati, Ohio. 
Rudolph H. Wurlitzer, Cincinnati, Ohio. 
J. C. Beardslee, Cleveland, Ohio. 

A. C. Bishop, Cleveland, Ohio. 

Dr. Charles F. Briggs, Cleveland, Ohio. 
F. C. Chandler, Cleveland, Ohio. 

F. S. Jones, Cleveland, Ohio. 

Dr. J. M. Politzer, Cleveland, Ohio. 
W. D. Sayles, Cleveland, Ohio. 
John B. Brown, Columbus, Ohio. 
Herman Pretzinger, Dayton, Ohio. 
Thomas M. Kier, Granville, Ohio. 
A. C. Lowry, Ironton, Ohio. 

Dr. Geo. C. Russell, Kirkland, Ohio. 
William W. Mills, Marietta, Ohio. 
W. W. Wehrle, Newark, Ohio. 

L. G. Neely, St. Marys, Ohio. 

Louis E. Bauer, Springfield, Ohio. 
Elwood Myers, Springfield, Ohio. 
W. D. Packard, Warren, Ohio. 

Dr. S. G. Kennedy, Tulsa, Okla. 
Miss Maude Ainsworth, Portland, Ore. 
H. L. Corbett, Portland, Ore. 

W. P. Dickey, Portland, Ore. 

Louis Rosenblatt, Portland, Ore. 

E. A. Henkle, Abington, Pa. 

O. S. Stockman, Ben Avon, Pa. 

E. Louis Burnham, Berwyn, Pa. 


J. Warner Butterworth, Chestnut Hill, Pa. 


J. Ray Patterson, Cynwyd, Pa. 
David L. Morrow, Dormont, Pa. 

C. Overend, East Liberty, Pa. 

H. W. Castor, Fox Chase, Pa. 

Miss Mary Potts, Germantown, Pa. 
Alfred Wolstenholme, Germantown, Pa. 
Mrs. W. E. Frick, Glen Osborne, Pa. 
Mrs. M. Clair, Glenside, Pa. 

J. H. Curry, Grove City, Pa. 

R. E. English, Grove City, Pa. 
Edwin H. Fitch, Meadowbrook, Pa. 
Howard Sellers, Millbourne, Pa. 
Mrs. H. H. Ayres, Philadelphia,*Pa. 
R. E. Stoneback, Philadelphia, Pa. 
John Wanamaker, Philadelphia, Pa. 
C. D. Armstrong, Pittsburgh, Pa. 
Mrs. K. Bauer, Pittsburgh, Pa. 
John Bindley, Pittsburgh, Pa. 

Mrs. T. J. Hilliard, Pittsburgh, Pa. 
H. L. Mason, Jr., Pittsburgh, Pa. 
A. K. Rabe, Pittsburgh, Pa. 

W. H. Robinson, Pittsburgh, Pa. 
Fred Shaefer, Pittsburgh, Pa.' 

John P. Scheafer, Pittsburgh, Pa. 
M. B. Suydam, Pittsburgh, Pa. 
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Emil Winter, Pittsburgh, Pa. 

Frederick Auchenbach, Pottstown, Pa. 

J. D. Horst, Reading, Pa. 

J. W. Arrott, Jr., Sewickley, Pa. 

Percy E. Donner, Sewickley, Pa. 

B. F. Jones, Jr., Sewickley, Pa. 

Clark Painter, Sewickley, Pa. 

Mrs. A. M. Thompson, Valencia, Pa. 

Henry Summ, Wilkinsburg, Pa. 

W. H. Hoffman, Barrington, R. I. 

Mrs. Martha H. Waterman, Providence, 
Ree 

E. H. Astin, Bryan, Texas. 

R. Q. Astin, Bryan, Texas. 

C. D. Adams, Dallas, Texas. 

Henry Boazman, Dallas, Texas. 

S. H. Boren, Dallas, Texas. 

Frank Cullinan, Dallas, Texas. 

Dr. E. V. Dickey, Dallas, Texas. 

H. R. Durbin, Dallas, Texas. 

Sam Dysterbach, Dallas, Texas. 

AT Blhottula, Dallasy exact 

W. D. Felder, Dallas Texas. 

P. R. Freeman, Dallas, Texas. 

G. C. Green, Dallas, Texas. 

Sew elacceDallacemlbexcase 

C. C. Huff, Dallas, Texas. 

W. J. Lewis, Dallas, Texas. 

Avni lelovidesDallacgwmhexass 

Theodore Marcus, Dallas, Texas. 

Thomas Morrisey, Dallas, Texas. 

Hugh Prather, Dallas, Texas. 

Mrs. Cicero Smith, Dallas, Tex. 

T. W. Sowell, Dallas, Texas. 

M. W. Shriver, Dallas, Texas. 

D. E. Waggoner, Dallas, Texas. 

R. L. Warren, Dallas, Texas. 

A. Weinert, Dallas, Texas. 

A. B. Wharton, Dallas, Texas. 

Walter Whitley Cottage, Dallas, Texas. 

Colonel P. A. Ritter, Dallas, Texas. 

William Rountree, Dallas, Texas. 

G. M. Taylor, Dallas, Texas. 

L. Teathsorth, Dallas, Texas. 

H. B. Thompson, Dallas, Texas. 

Orville Thorpe, Dallas, Texas. 

Mrs. Neil P. Anderson, Ft. Worth, Tex. 

Morris E. Bierny, Ft. Worth, Texas. 

James G. McNary, El Paso, Texas. 

Marion Sanson, Ft. Worth, Texas. 

W. L. Tooley, El Paso, Texas. 

A. C. Wilborn, Ft. Worth, Texas. 

Rad Kangerga, Henderson, Texas. 

J. H. Darby, Lancaster, Texas. 

F. M. Hammond, Lancaster, Texas. 

G. A. Bodenheim, Longview, Texas. 

J. M. Frost, San Antonio, Texas. 

W. B. Munson, Sherman, Texas. 

Dr. L. L. Balou, Seattle, Wash. 


FOS Onn On a 
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D. E. Fryer, Seattle, Wash. 

George W. Hume, Seattle, Wash. 

A. C. Van Doren, Seattle, Wash. 

J. R. Wilson, Spokane, Wash. 

Mrs. Augusta Betz, Tacoma, Wash. 

J. I. Miller, Huntington, W. Va. 

Robert S. Smith, Huntington, W. Va. 

one Sansbury, Jr., Parkersburg, 
W.V 

Smith D Hees Parkersburg, W. Vier 


R. R. Kitchen, Wheeling, W. Va. 
ES Coxe Oakville, Ont. 

Sir Joseph Flavelle, ‘Oakville, Ont. 
G. S. Gooderham, Clarksons, Ont. 
Dr. i N. MacRae, Galt, Ont. 
Dra Ca Connellk Kingston, Ont. 
William Harty, Jr. Kingston, Ont. 
Geo. A. McDonald, Peterboro, Ont. 
Stephen Haas, Toronto, Ont. 


Sir John Eaton, Toronto, Ont. 


STORES 


Goldsmith-Grosser Co., Huntsville, 

Gunst Cigar Store, Fresno, Cale 

Ernest Wilson Co., Fresno, Call: 

Blackstones Department Store, Los An- 
geles, Cal. 

Broadway Department Store, 
selesm@ale 

Coulters Dry Goods Store, Los Angeles, 


Ala. 


Ios Ane 


Ville D. Paris Department Store, Los An- 
geles, Cal. 
Pig’n Whistle, Los Angeles, Cal. 
Hale Brothers, Oakland, Cal. 
Whitthorne & Swan, Oakland, Call. 
Gunst Cigar Store, Sacramento, Call, 
Weinstock Lubin Co. , Sacramento, Cale 
Blum’s, San Francisco, Call, 
Emporium, San Francisco, Cal. 
Gunst Cigar Store, San Francisco, Call. 
Hale Brothers, San Francisco, Cal. 
I. Magnin Co., San Francisco, (Cail. 
O’Connor Moffatt Co., San Francisco, Cale 
A. I. Lewis Dry. Goods Store, Denver, 
Colo. 
Neustetter’s Store, Denver, Colo. 
Henry Albrecht & Company, Bast St. 
Louis, Ill. 
Baldwin Piano Co., Cincinnati, Ohio. 
Carrie Paris & Co., ’ Cincinnati, Ohio. 
Sinton Candy Shoppe, Cincinnati, Ohio. 
U. S. Coal & Coke Co. , Lynch, Ky. 
Merriman’s Drug Store, White Sulphur 
Springs, W. Va. 
Chandler & Co., Boston, Mass. 
Wm. Filene’s Sons Com Boston, Mass. 
Jordan, Marsh Co., Boston, Mass: 
Sturtevant & Haley, Boston, Mass. 
Winchester Arms Co., Boston, Mass. 
James Edgar Co., Brockton, Mass. 
F. E. Dunbar, Lowell, Mass. 
Denholm & Mackay, Worcester, Mass. 
Bentley-Dupont Co., Detroit, Mich. 
S. L. Bird & Sons Clothing Store, Detroit, 
Mich. 
Crowley-Milner Co., 
Field’s Cloak & Suit Co. 


Detroit, Mich. 
, Detroit, Mich. 
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Heyn’s Bazaar, Detroit, Mich. 

Himelhoch’s Store, Detroit, Mich. 

The J. L. Hudson Con Detroit, Mich. 

Kern’s Store, Detroit, "Mich. 

Kimball- Eisenberg Che Detroit, Mich. 

Kline Garment Co., Detroit, Mich. 

R. & H. Shoe Store, Detroit, Mich. 

Fred. Sanders Palace of Sweets, Detroit, 
Mich. 


Schultz Drug Co., Detroit, Mich. 


Traub Brothers "Jewelry Store, Detroit, 
Mich. 
United States Radiator Co., Detroit, 


Mich. 
Joseph Witkowski & Sons, Detroit, Mich. 
McKee Stationery Co., Great Falls, Mo. 
Owl Drug Co., Kansas City, Mo 
Busy Bee Candy Co., St. Louis, Mo. 
Drosten Jewelry Co., St. Louis, Mo. 
May-Stern & Co., St. Louis, Mo. 
H. Weil, Inc., St. "Louis, Mo. 
Louis Dreibelbis Store, Butte, Mont. 
Gamer’s Confectionery, Butte, Mont. 
Randolph Market, Butte, Mont. 
Livingston Meat ‘Gos Livingston, Mont. 
Hoefler Ice Cream Com Buttalos Nees 
A. W. Newman, Brookly CaN 4, 
Oppenheim, Collins 8.Co: , Brooklyn, ING MG 
Dobbs & Co., New York, Scag 
Knox Hat Cox New York, INE, YC 
Oppenheim, Collins & Co., New York, 
INE YC 


Saks & Co., New York, N. Y. 
John Wanamaker, New York, N. Y. 
Worth, Inc., New York, N. Y. 
Cretekos Brothers, Wellsville, Nee 


The Bowler & Burdick Co., Cleveland, 
Ohio. : 
Crane’s Confectionery, Euclid Avenue, 


Cleveland, Ohio. 
Dales Jewelry Co., Akron, Ohio. 
The Lindner Co., Cleveland, Ohio. 
LaSalle-Koch Co., Toledo, Ohio. 
Columbian Optical Co., Portland, Ore. 
Martin-Forbes Co., Portland, Ore. 
William H. Hoskins Co., Philadelphia, Pa. 


SLRORES=— 


N. Snellenburg & Co., Philadelphia, Pa. 
John Wanamaker, Philadelphia, Pa. 
Hardy & Hayes Co., Pittsburgh, Pa. 
Joseph Horne & Co., Pittsburgh, Pa. 
May Stern Co., Pittsburgh, Pa. 
Oppenheim Collins Co., Pittsburgh, Pa. 
A. J. Ward, Scranton, Pa. 
Winchester Arms Co., Providence, R. I. 
Butler Brothers, Dallas, Texas. 
Aveldiartis cian Dallas, Wiexase 
Huey & Philp Hardware Co. 5 1Dealillers.. 
WeKage 
Neiman & Marcus Co., Dallas, Tex. 
Sanger Brothers, Dallas, Texas. 


Cont. 


Levy Brothers, Houston, Texas. 

Thos. A. Watkins, Limited, Hamilton, Ont. 

The T. Eaton Co., Limited, Toronto, Ont. 

Frederick & Nelson, Seattle, Wash. 

Grote-Rankin Company, Seattle Wash. 

The Little Confectionery Bee Hive, 
Seattle, Wash. 

McDougall & Southwick, Seattle, Wash. 

Turrell Shoe Co., Seattle, Wash. 

Pig’n Whistle, Seattle, Wash. 

Crescent Store, Spokane, Wash. 

Whitehouse Co., Spokane, Wash. 

Frye-Bruhn Co., Tacoma, Wash. 

C. T. Muehlenbruch, Tacoma, Wash. 


VEE AURIS 


Mission Theatre, San Francisco, Cal. 
Santa Cruz Theatre, Santa Cruz, Cal. 
McVicker’s Theatre, Chicago, Ill. 

Circle Theatre, Indianapolis, Ind. 

Strand Theatre, Battle Creek, Mich. 
Majestic Theatre, Detroit, Mich. 

Regent Theatre, Flint, Mich. 
Majestic-Colonial Theatre, Jackson, Mich. 
Orpheum-Jackson Co., Jackson, Mich. 
Regent Theatre, Muskegon, Mich. 
Oakland Theatre, Pontiac, Mich. 

Idle Hour Theatre, Kansas City, Mo. 
Twelfth Street Theatre, Kansas City, Mo. 
Avenue Theatre Co., Cincinnati, Ohio. 


Davis Theatre, Pittsburgh, Pa. 

Lyric Theatre, Pittsburgh, Pa. 

Strand Theatre, Pittsburgh, Pa. 

Majestic Theatre, Dallas, Texas. 

Ellaney Theatre, El Paso, Texas. 

Majestic Theatre, Austin, Texas. 

Palace Hip Theatre, Seattle, Wash. 

Orpheum Theatre, Huntington, W. Va. 

Allen Theatre Enterprises, London, Ont. 

Hart House, Toronto, Ont. 

Princess Theatre, Toronto, Ont. 

Allen Theatre Enterprises, Vancouver, 
Bac; 

Allen Theatre Enterprises, Windsor, Ont. 


Columbia Theatre, Brookville, Pa. Allen Theatre Enterprises, Winnipeg, 
Family Theatre, Philadelphia, Pa. Man. 
MISCELLANEOUS 


Steamship Maui, San Francisco, Cal. 
Henry Albrecht & Co., East St. Louis, Il. 
Washtenaw County Infirmary, Ann Arbor, 
Mich. 
Cadillac Motor Car Co., Detroit, Mich. 
Wayne County Poor Farm, Detroit, Mich. 
Pontiac Daily Press, Pontiac, Mich. 
Service Station, Detroit, Mich. 


Anheuser-Busch Brewing Ass’n., St. Louis, 
Mo. 
Matthew Hermann & Son., St. Louis, Mo. 
St. pone s Home for the Aged, Rochester, 
INT. YG 


Pullman Taxi Service Co. eeu Rar 
Woerner & Cole, Dallas, Texas. 
Steamship Kansas City, Seattle, Wash. 


Le aS ag CL rd eb Sa bh LO EG ha 


The Armstrong Line 


Corks of Every Description 
Cork Discs and Washers 
Bungs and Taps Insoles Handles 
Carburetor, Oil and Gasoline Floats 
Bath and Table Mats 
Life Preservers Buoys Yacht Fenders 
Acco Cork Gaskets 
for Motor Cars 


Armstrong’s Linoleum 


Plain, Printed and Inlaid 
Armstrong’s Cork Tile 
For Libraries, Museums, Billiard Rooms, Bathrooms, Etc. 


Linotile 
For Flooring Offices, Banks, Theatres, 
Kitchens, Pantries, Elevators, Etc. 


Circle A Cork Brick 
For Stables, Shipping Platforms, Warehouses, Etc. 


Nonpareil, Acme and Eureka Corkboard 
For Insulating Cold Storage Rooms 


Nonpareil Cork Covering 
For Cold Pipes 


Nonpareil High Pressure Covering 
For Steam Lines, Boilers, Etc. 


Nonpareil Insulating Brick 
For Boiler Settings, Furnaces, Ovens, Etc. 


Nonpareil Cork Machinery Isolation 
For Deadening the Noise of Fans, Presses and Motors 


Korxole 


Flexible Cork Innersoling for Shoes 


Armstrong’s 24 Cork Soles and Heels 
For Shoes 


Granulated Cork 
Cork Specialties of Every Description 


ai 


